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ITEM 


1 


13 


14 


MP 

NUMBER 
MP -10269 
MP -10333 
MP -10433 


MP ~-10541 


MP -10461 
MP -10357 


MP -10535 
MP -10292 
MP ~-30064 
MP -55011 
MP ~-55003 


MP -55032 


MP -55026 


MP -57043 


Effective: 
reed 
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FLY -AWAY KIT LIST FOR SYSTEM 3 


NOMENCLATURE 


Board, Etched Assembly, 


O2A 


Board, 
02B 


Board, 
02¢ 


Board, 
02D 


Board, Etched Assembly, 


Board, Etched Assembly, 


Etched Assembly, 


Etched Assembly, 


Etched Assembly, 


03 


04 


Board, Etched Assembly, 


044 


Beard, Etched Assembly, 


05 


Capacitor, Tantalum, 8 MFD 


180 v, MALLORY, type 
XTL-8A 


Diode, Hughes 6009 


Diode, TEXAS INST. CO. 


601C 


Diode, Power, 
Type 1N341 


Diode, Silicon, HUGHES 


Fuse, Slo + Blo 
LITTLEFUSE No. 31303, 


_TRANSITRON, 


6008 


, 3AG, 3.2 Amp., 


2 


a 


NUMBER 


AEQSOPEROCOZO0GOUUT-F 


Vere G7 


COPY | OF 3 


OF UNITS 


15 


10 


20 
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ITEM 


15 


16 


17 


18 


19 


20 


2] 


22 


23 


24 


25 


26 


MP 
NUMBER 


MP -20501 


MP -70033 


MP -50001 


MP -50006 


MP -45063 


MP -45043 


MP -45053 


MP -45042 


MP -45050 


MP -45072 


MP -45100 


MP -45171 
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FLY - AWAY KIT LIST FOR SYSTEM 3 


NUMBER 
NOMENCLATURE OF UNITS’ 


Resistor, Variable, BOURNS. 
LABS 50 K No. 132-1 -E 
50000 2 


Thermostat, 20A-28 V 

DC, 2.5A-115 V AC 

n.c., FENWAL No. 

32000 -1 2 


Transistor, TEXAS INST. 
903 5 


Transistor, TEXAS INST. 
953 5 


Tube, Vacuum Type 6299 
MIL-E 1/404 (Navy) 2 


Tube, Vacuum Type 602] 
per MIL~-E-1B 10 


Tube, Vacuum Type 5899 
per MIL-E-IB 3 


Tube, Vacuum Type 5702 
W A per MIL-E-1B 3 


Tube, Vacuum Type 5636 
per MIL-E-1B 2 


Tube, Vacuum Type 5784 
per MIL-E-1B 3 


Tube, Vacuum Type 6112 
MIL -E -1B 2 


Tube, Vacuum Type 6872 
per MIL-E-1B 4 
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MP NUMBER 

ITEM NUMBER NOMENCLATURE OF UNITS 
27 MP -406032 Variductor, UTC No. 

HVC -7 1 
28 MP -68035 Decade Counter, HEWLETT - 

PACKARD AC4A ] 
29 MP -55016 Diode, TEXAS INSTR, CO. 

616C 4 
30 MP -55039 Diode, Type 1N21 4 
31 MP -550190 Diode, HUGHES, Type 1N99 4 
32 MP-57005 Fuse, 3amp., Type 3AG 

S1a,5Rho- LITTLEFUSE 10 
33 MP -57043 Fuse, Slo-Blo 3AG, 3.2 amp., 

LITTLEFUSE No. 31303.2 10 
34 MP -89017 Pilot Lamp, 28 volt AN31]21 -313 6 
35 MP -68026 Relay, POTTER -BRUMFIELD 

SM5DS 2 
36 MP -45096 Tube, 6C4 2 
37 MP -45054 Tube, 5686 2 
38 MP -47344 Tube, 5R4WGY ] 
39 MP -45021 Tube, VR150 Z 
40 MP -45028 Tube, 1ZAU7 vA 
4) MP -45024 Tube, 5670 2 
42 MP -45036 Tube, 6AL5 2 
43 MP -45029 Tube, 12AT7 2 
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FLY -AWAY KIT LIST FOR SYSTEM 3 


MP NUMBER 
ITEM NUMBER NOMENCLATURE OF UNITS 
44 MP-45087 Tube, 6AS6 2 
45 MP-45045 Tube, 5965 2 
46 MP-45032 Tube, 2D21 2 
47  MP-45081 Tube, 12AX7 2 
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